Tobacco Institute Testing Laboratory 
Market Sample 33 
Test Results - Rounded Values 


Brand 

Marlboro Lights 100’s Menthol 100FMHP. 

Marlboro Lights 100’s 100FSP.. 

Marlboro Lights 25’s KFSP.... 

Marlboro Ultra Lights (red) KFHP. 

Marlboro Ultra Lights (silver) KFHP..... 

Marlboro Ultra Lights (red) 100’s 100FHP. 

Marlboro Ultra Lights (silver) 100’s 100FHP.... 

Max 120s 120FSP. 

Max 120s Menthol 120FMSP. 

Merit De-Nic Low Tar KFSP.. 

Merit De-Nic Low Tar Menthol KFMSP.. 

Merit De-Nic Ultra Low Tar KFSP.... 

Merit De-Nic Ultra Low Tar Menthol KFMSP 

Merit KFHP. 

Merit KFSP. 

Merit Menthol KFMSP. 

Merit 100’s 100FSP. 

Merit 100’s 100FMSP. 

Merit Ultra Lights KFHP..... 

Merit Ultra Lights KFSP....... 

Merit Ultra Lights Menthol KFMSP. 

Merit Ultra Lights 100’s 100FHP... 

Merit Ultra Lights 100’s 100FSP. 

Merit Ultra Lights 100’s Menthol 100FMSP ..... 

Misty Slims 100’s Lights 100FHP.. 

Misty Slims 100’s Lights Menthol 100FMHP .... 

Montclair Full Flavor 100’s 100FSP... 

Montclair Lights 100’s 100FSP. 

Montclair Lights 100's Menthol 100FMSP........ 

More 120s 120FSP. 

More 120s Menthol 120FMSP.. 

More Lights 100s 10OFHP. 

More Lights 100s Menthol 100FMHP.. 

More Lights 120s 120FSP... 

More Lights 120s Menthol 12QFMSP. 

More White Lights 120s 120FSP. 

More White Lights 120s Menthol 120FMSP.... 

Newport KFMHP... 

Newport KFMSP. 

Newport 100’s 100FMHP. 
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Source: https://www.industrydocuments.ucsf.edu/docs/gzkk0001 

















































Tobacco Institute Testing Laboratory 
Market Sample 33 
Test Results - Rounded Values 


Brand 


Tar Nicotine CO 

ing/cig mg/cig mg/eig 


Newport 100’s 100FMSP.••• 

Newport 25’s KFMSP...-. 

Newport 25’s 100’s 100FMSP..... 

Newport Lights KFMHP. 

Newport Lights KFMSP.*. 

Newport Lights 100’s 100FMHP... 

Newport Lights 100’s 100FMSP. 

Newport Stripes Lights 100s 100FHP. 

Newport Stripes Lights 100s Menthol 100FMHP. 

Next De-Nic Low Tar KFSP...... 

Next De-Nic Low Tar Menthol KFMSP. 

Next De-Nic Low Tar 100 100FSP..... 

Next De-Nic Low Tar 100 Menthol 100FMSP.. 

Next De-Nic Ultra Low Tar KFSP... 

Next De-Nic Ultra Low Tar Menthol KFMSP. 

Next De-Nic 100’s Ultra Low Tar 100FSP... 

Next De-Nic 100’s Ultra Low Tar Menthol 100FMSP 

Now KFHP... 

Now KFSP... 

Now Menthol KFMSP. 

Now 100s 100FHP.. 

Now 100s 100FSP. 

Now 100s Menthol 100FMSP... 

Old Gold Straights KNFSP ... 

Old Gold Filters KFSP. 

Old Gold Filter 100’s 100FSP. 

Old Gold Lights KFSP... 

Old Gold Lights 100s 100FSP. 

Pall Mall KNFSP. 

Pall Mall 100’s 100FSP. 

Pall Mall Lights 100’s 100FSP. 

Pall Mall Red Filters KFSP... 

Pall Mall Red Filters 100’s 100FSP. 

Pall Mall Red Lights KFSP. 

Pall Mall Red Lights 100’s 100FSP. 

’ Parliament Lights KFIIP... 

Parliament Lights KFSP...-. 

Parliament Lights 100’s 100FSP,,..... 
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Source: https://www.industrydocuments.ucsf.edu/docs/gzkk0001 











































